GHC7940S 


FROM-TO: 97/01-97/07 



97/01 | ^ 97/02 

- +-+--- 

ITEM i i 


STANDARD ANTICIP ALLOWANCE 218.93 113.10 



----- 1 -- 

SUMMARY TOTAL **** | 

218.93| 

113.10 

VOLUME (12M 

CASE EQUIVALENTS) | 

26.00| 

13.00 

VOLUME DOLLARS | 

17295.07| 

8934.90 


(CONTINUED) 


REPORT DESCRIPTION: 975410 

die 9f>81 s 


Source: https://www.i 


i 

15:38 Monday, July 7, l9§7 


MONTH 

97/03 | 

97/04 | 

97/05 

97/06 

237.75 

212.23 

188.92 

187.62 

237.75| 

212.23 | 

188.92 

187.62 

29.00| 

27.50| 

23.00 

22.00 

18782.2S| 

16766.27| 

14925.08 

14821.38 



.ucsf.edu/docs/shly0000 





















GHC7940S 


975410 


FROM-TO: 97/01-97/07 


ITEM 


STANDARD ANTICIP ALLOWANCE 


***** RECAP SUMMARY TOTAL **** 


VOLUME {12M CASE EQUIVALENTS) 


VOLUME DOLLARS 


+ 

I 

+ 

I 

+ 


TOTAL 


1158.55 


1158.SS 


140.50 


91524.95 


2 

15:38 Monday, July 7, 1997 



REPORT DESCRIPTION: 975410 

SITE 9l»8Tg 


Source: https://www.industrydocuments.ucsf.edu/docs/shlyOOOO 











